MOHD FIROZ 
firozgpsss@gmail.com 
9650449218 


To work in an environment which encourages me to succeed and grow professionally where | can utilize my 
skills and knowledge appropriately. 


Degree/Course Percentage/CGPA Year of Passing 
DIPLOMA IN CHEMICAL ENGINEERING 67.90 % 2020 


Guru Nanak Dev Institute of Technology, Rohini , Delhi , 
Board of technical Education ,Delhi 


10th 76% 2017 


Govt Boys Senior Secondary School, Seemapuri, Delhi, 
Central Board of Secondary Education 


e Honesty 

e Work hard and learn fast 
* Good listener 

e Positive attitude 


* Reading books 

e Listening to music 
e Watching movies 
+ Playing cricket 


Address A-120, Shaheed nagar, Chikamberpur 
Ghaziabad, Uttar Pradesh, 201006 

Date of Birth 15-02-2002 

Gender Male 

Nationality Indian 

Marital Status Single 


| hereby declare that the particulars furnished above are complete and correct to the best of my knowledge 


and belief. 
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MOHD FIROZ 


